USDA 



Urited States Department pf Agriculture 
Anir'rial and Plant Haaklli Inspection Servkia in^ lu 

Inspection Report 


irjTEHVer IMC Customer ID: 27 

Ceflificale: 50-H-00C3 

£91 SO INTERVET LANE PC BOX 31 6 Site: 001 


:b){2)High, (b)(7)f 


MILLSBORO, DE 10966 


Type; ROUniNE INSPECTION 
Date: Apr-0 1-2006 


Mo- ixin-compliant items noted this inspection. 


Prepared By: 


Title; 

Received By; 


DORIS T HACKWORTH, P V M USDA, APHIS, Animal Care Date; 

VeiE PI NARY M EO 1C AL OFFIC ER Inspector £0£9 Apr-0 1 -2003 



Title; 


Paje 1 ni 1 


Date; 

Apr-0 1-20&9 




USDA 



Urited States Department pf Agriculture 
Anir'rial and Plant Haaklli InspeGtion SarVJca In^ iu 

Inspection Report 


INTERVET INC 


Customer ID: 27 


Certificate: 5IJ-R-0CW3 
Site- flfM 


:b){2)High, {b)(7)f 


29150 INTERVET LANE PO &OX 316 
MILLSBORO, DB 19966 


Type; ROLTIINE JNSPBCTIQN 
Date- Ji!l- 1 S -£006 


3,31 (t?) 

SANITATION, 

b) Housekeepirig. Premises, (buildings and grounds} sball be Irept dean and m good repair in order to protect the 
animals IrrMli injury and ICi FaGilitate Iha prascribed husbandry pradicas ssl Idrlh in thra sub^art. Praiiiisbs shall 
remain free of aoDumulatiors el trash 


b)(2)High, (b)(7)f 


I was used lor stowng of animal feed, clean cages, clean waler and 

feed receptadeSp lab and sr^rgical nrgterigjs, cleaning solufionSp used medical materials and used as a mechartical 
work station. It was polntad out and oxplamad lo maciagamant thal svanthChugh tha mom appaar^ d«anad; thera is 
a need to separate each item to an acceptable designated area to preyenl the possibility of oontaminiion either by 
chemicals or mschanidal. In tha^^^^^^^several baxes wsre stowad on iba Floar undamastb the lead rack. 
Managemerit was informed that an items snould be stowed off Ibe floor and away from the wall lo ease 
fipugedeeping. 

TOBEGORREGTEDBV: 97.'3f)/0ia. 


Tha lasi roulina inspoctlcin and axil ravlaw wara conduclad on fisu'l 2^1)7. Ibis routlna Inspection and exit rouiaw ware 
conducted with lOl^HM^MlAM and USDA VMOp Earrresi Johnson. 


Prepared By: 


Title: 


EARNEST H JOHNSON, D-V,M. USDA, APHISp Animal Care 
VETERINARY MEdCAL OFFICER Inspector 4W0 


Date; 

Jol- 1 5-2900 






USDA 



Urited States Department pf Agriculture 
Anir'rial and Plant Haaklli Inspection Servkia swpct in^p iu 

Inspection Report 


irjTEHVer IMC Customer ID: 27 

Ceflificale: 50-H-0CW3 

£91 SO INTERVET LANE PC BOX 31 6 Site; 005 


b)(2)High, (b)(7)f 


MILLSBORO, DE 10966 


Type; ROUmNE INSPECTION 
Date: Apr-0&-30W 


Mo- noncpir<jltarx:es identified on this inspection 


Inspection and exit interview conducted with 


(b)(6), {b){7)c 


End of repoil. 


Prepared By: 


Title; 

Received By; 


DEBRA M SIME, D V M USDA, APHIS, Animal Care Date; 

VeiE PI NARY M EO 1C AL OFFIC ER Inspector 1 07£ Apr-06-£006 



Title; 


Paje 1 ni 1 


Date; 

Apr-06-£006 





